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Legend to the Layout of the Leuna Plant 


Oo Grid Ob ject 
Square 

1. 2D water gas vlant 

la 2D bath 

2 oC contact pas 

2a 20 contact cas 

ab 2¢ contact fas 

3 3D boilerhouse 

oa 5 D smokestack 

3b SD pumping room — 

3e 3 D storeroon 

od 3 D snokestack with chimne- flue 
36 3 D pumping room 

4 3 E stean boilerhouge 
4a 3 E smokestack "ith chimney flue 
4b SE pumping room 

40 3 E sviteh room 

44 3 EF. distributor room 

5 oF electrical central station 
S-Sb OF sonnecting passage 

5a 3 F office, switching station 

Sb 3 F switch house ; 
5c oF svitch house 

5a & F ewitch house 
5e $F switel house and transforner 
Sf 3 FP siitch house 

6 3 ¢ water works and air central station 
7 4 D compressor installation 

8. 4 EB compressor installation 

9 aa pressuvé?phri fication 

10 5 D carbon oxide purification 
10a 5 D  storeroon 

10d 5D punping roon 

1L0e 5 D structure for relief? tension (7?) 
il 5D absorption instalation 

lia 5D storeroom . 

12 5 C poiling ond compressor installation 
12a 5 ¢ bureau and pumping room 

13 5D contact furnace installation 
15a 5D guitchroom and laboratory 
15b 5D pumping room 

Loe 5D pumping and storercon 

14 5D contact furnace installation 
14a 5D pureau 

14d 5D sub-station 

14c 5D sub-station and laboratory 
244 5D pumping room ani laboratory 
ide 5D observation stand 

14f 5D observation stand 

lag 5 D 


bureau 
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nain “orkshop 
nain “orkshop and burcau 
cable distributor roon. 
Dipine du rip 
“orkshop and notor rerair 
nain “orkshop and transforner room 
fire forre 
“orkshop for steel coustructions 
"orishop 
storeroon 
saving roon 
store for engineerin: roterial 
Store for enrineerin? laboratory 
bureau, dayroon 
lead and plastic vorkshop and clectrical “el dine 
shop 
bath, dayroon 
Lean-~to 
voller and vipinre forre 
bureau, store, laboatory 
storeroon 
contact plant and bireau 
construction of roastinre druns 
contact nlant 
medical room 
store building 
Store shod 
workshop bureau stora | 
adnuinistraticn buildine 
aduinistration buildine northern annex 
adninistration biitldine, southern annex 
archive (cantonnent buildinr) 


. bureau 


bureau 

bath 

office building 

bookbinding, prirting shop 
shed for bicycles 

sted for bicveles 

frcicht shed and store 

store b ildine 

“orkshop 

store roon 

“orkshop 


“1 ricshop 

Lean~to 

bureau 

bonbed or disnontied 


distilletion plant 
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6 = Capstan installaticns 
5 FP annealing, shop 
SF annealing slant 
5 F annealing plant 
o2 store shed 
app.Lag. stors shed ; 
5 G acetylereand carbité store 
1D workshop, bureau 
5 ¢ ~orkshop 
&B fen nlart 
6 D building for reliey tension mohines (auxlliary power 
Rang, cable distributor room generating equipment? 
3 F viater tower 
10 B storeroon 7 
5 A conpressor installation 
4A janiter's cabin 
4 A shed for bicycles 
11 Dd shed for bicycles 
LE pureau, engine shop 
1£ lavatory, bath 
6 A operating room (7) 
8A Laboratory, bureau 
$pD teilet 
6 D workshop 
1E storage shed 
7 A operating house 
4A janiter's cabin 
Reichsbahn km.= maintenance man's cabin 
60 combustion chamber 
10 ¢ fire denartment 
10 C casoline station 
LaF railroad station naster 
LQ signal box 
5 ¢ technical school 
ant dayroon, store 
2 ¢ contact gens purification plant 
ae-2 breaker plant 
Grubenb. darvyroon 
¢ offices (canton:ent building) 
Si workshop 
2 3 “orkshop 
4A shed for bicycles 
4A shed for bicycles 
10 ¢ carage for motor cars 
11 ¢ farace for motor cars 
11¢ storeroon 
11 D motor vehicle repair shop 
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25X1A 


storare shed 

plumber'’s shop 

~"elding apparatus room 
welding apparatus room 
storeroon 

pressure ater purification 
storare shed 


Storare shed 

Storage shed 

electro sub-station 

“orkshop and bureeu 

nitric acid store 

electro sub-station 

electro sub-station 

electro sub-station 

storage shed 

toilets 

railway shed 

shed for bicycles 

shed for bicycles 

construction materials dump 

fuel dump 

intermediate contact store 

tank store 

cask store and loading place 

storage shed 

workshop 

workshop 

ethylchloride plant 
snligter protection for chlozide boiler 

telephone evthange 


contact cas installation 
contact cas instellation 
workshop 

exhauster roon 

storare shed 

storage shed 

boilerhouse 

smokestack ith chinney flue 
enginehouse 

enphenole plant 
steorare of containers 
refinery 

compressor instal lation 
pressure water purification 
bureau 

carbonoxkde purification 
foremen'’s roon 

laboratory 

absorption installation 
geurcinge room 

deep bunker for brovn coal 
"Driving station", ~orkshop 
"Gelivery station" 

place for “shunting thread” 
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storage of construction materials and nachines 
‘eentral" for coal and coke conveyer installation 
decp bunker for brown coal 

deep bunker for coke 

place for "shunting thread" 

workshop 

toilets, cable distributor room 

tollebs, olectrical understyation 


toilets 


contact plant 
storage shea 


toilets 


capstan installation 
storage shed 

janitor's cabin 

workshop 

experimental engineering 
tool shed 

container for 1,000 chm 
building for auxillary compressors 
transformer station 
“rorkshop 

container for 200 com 
Lubricating oil dump 
destillation plant 
"depolineri™ station (7) 
laboratory bureau 


128 Grubenbehn shed for motor railcycle 


129 
130 
131 
1léle 
132 
133 
153a 
134 
134a 
1L34b 
135 
136 
136a 
136b 
137 
157a 
138 
139 
140 
140a 
140d 
140c¢ 
L404 
141 
142 
143 
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repair shop for cars 
deoxxdation shed, bureau 
bureau, laboratory 

Lead dump 

sand blast room 
evapetization plant 
pumping room, electrical sub-station 
connecting passage 

fan room 

cooling plant 

pumping room 

cooling. plant 

operating won eeee 
bicycle parking space 
plaster mill 

annonium sulphate nlant 
elevator 

fan room 

fan room 

fan room 

capstan installation 
eypsum @unp 

clay erusher and arying plant 
nitric acid plant 
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180 Nang. Jorth 
181 Rang. south 
182 9 D 
183 Reng. South 

9 D 


93/08/11 : CIA-RDP82-00457R00370066001 1/1 
_— 


CENTRAL INTELLIGENCE AGENCY 
6/ Annex 


plant 


store building 


144 42E cooling 
145 4E codling plant 
146 7D pumping roon 
147 40 cooline plant 
148 4B cooling plant 
149 5 ¢ cooling plant 
150 4 FP conpressor installation 
‘151 ) toilets 
152 ) 
153 a F cooling plans 
154 toilet 
155 5 G workshop, dayroom 
155a 5 C storeroon 
156 . toilet 
158 6D storage buildine 
159 et sulphuric acid store 
160 6 A cooling plant 
161 LA cooling plant 
162 1B cooling plant “ith sumning roon 
163 1B sub~station with switch rear 
163 5 A toilet, dist -ibutor roon 
164 fang. janitor's cabin 
165 6 A vsompressor installation 
165a &A smokestack 
166 9 A cooling plant 
167 -6 A compressor installation 
167a 6G A workshop, store 
168 9A cooling plant 
169 5S A pressure water purification 
170 5 D cooling plant 
L171 9 A pumping room 
172 5 A pumping and fan room 
1724 5 A ventilation plant 
173 5 A pumping room 
174 5G cooling plant 
1748 SA pumping roon 
175 8c material testing 
176. &C workshop 
177 2G cooling plant 
177a 2G pumping room 
1 5 
z 


shed 

bic cle sked 
bicycle shed 
bicycle shed 
bieyele shed 
piecyele shed 


185 74H storage shed 

186 i0A coal shed 

187 7 A compressor installation 
187a 10 A coal shed 

1828 ic materials shed 

18s 8c workshop 

190 

191 13 5 bicycle shed. 

192 8 ¢ Storage shed 
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193 2c operating offices 

194 5 4 bieycle shed 

195 N bicycle shed 

196 6 ¢ storarce shed 

197 41 storage shed 

198 Rang. repair shop for "cars" (?) 
199 4 a°.° storage building 

£00 $ D office building (workers council) 
201 2B workshop, bureau, store 
20la 5 fl store, gauging room 

£02 27 boilerhouse 

2028 2F snokestack with chinney flue 
2028 2F smokestack with chimney flue 
208¢e 2F pumping room 

Z02zad af pure water installation 
202e 

202ef 2F smokestack “ith chirney flue 
2028 a@F sewerage plant, store 
203 8 boilerhouse 

2038 2 smokestack “ith chimney flue 
2-3b 2° smokestack “ith chimney flue 
20306 2: exhauster installation 

203d 2k turbine central 

204 6G  boilerhouse 

204a 6 G smokestack with flue gas cleaning 
204b 6G smokestack vith flue ras cleaning 
205 3G production building 

206 1 e bath 

206a 1 

306b 1 =) toilets 

207 3 ¢ electrical sub-station 

208 4 fF electrical sub-station 

309 LH capstan installasion 

210 18 Wl storace shed 

211 11 C janitor'’s cabin 

PLE 11C: janitor's cabin 

213 4116C bicycle shed 

e214 12 9D motorcycle shed 

al4a 12 D bicycle shed 

215 

216 6B electrical -orkshop 

217 11 B janitor's cabin 


218 elde pumping station for subsoil “rater 

218a Ualde trensformer house 

218b Falde pumping station 

alg Talde laboratory, bureau, heavy ‘oter laboratory 
2l9a “orkshop 


oe 
Q 


220 4F cooling plant 

£21 47 cooling plant 

228 5 6 storage shed 

Boo 1D bureau, engineroom, dayroom 
224 

229 5 6 technical school 

2258 6 C storace shed 

225b 6 6 storage shed 

2e5¢ 5 ¢6 storare shed 


226 Rang. locomotive shed 
226a Rang. smokestacic 
226b Rang. dayroon 
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2e7a 
228 
228a 
R2E8b 
228e 
22% 
230 
BOL 
£528 
2528 
233 
254 
235 
236 
237 
238 
238a 
238b 
238e 
2384 
£09 
240 
240a 
240d 
24.08 
2404 
240e 
241 
e41a 
242 
243 
24a 
244 
244a 
244b 
244¢ 
(244d 
£446 
245 
245a 
245b 
2450 
2454 
245e 
245f 
2456 
245h 
2451 
245k 
246 
246a 
247 
248 
248a 
248b 
249 
250 
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store bureau 

“orkshop bureau 
workshop store 

storage shee 

storace cellar and leai-to 
tool shed 

bureau, workshop, gtore 
toilet 

electrical sub-station | 
~oconotive repair 
storare shed 

bureau 


, water tover, water rurification 
', workshop 
fan end pumping room, electrical sub-stntion 


boiling of machine parts 
laboratory 

test chamber 

storage shed 


Lean-to 

storeroom “ith toilet 

renerator plant 

fan room, bureau, hath 
"deringrators" (7) 

storage shec 

“Lace for “saunting “inch” 
tool room 

contact gas cleaning 

contact gas cleaning 

ice production 

workshop " 

00] roon 

poillerhouse 

store, gauging roon, smokestack. 
store, gauging room, srokestack 
pumping roon 

storare building 

high tension foon 

boilerhouse and electrical subd-station 
smokestack 

snoke stack 

“orkshop 

electrical flue gas cleaning 
reservoir room 


dayroon pnd, pumring Toom 


melding anparatus room 
alectric distribution station 
compressor installation 
office arnex 

oxygen plant 

fan end pumping room 
yentilation “orks 

dayroor. 


store and dayroom 
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268a 
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2684 
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26ef 
269 
270 
270a 
271 
272 
273 
273a 
B73bd 
273¢ 
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eleotrical sub-station 


to®lets 


technisal school 
laboratory 


store ond dayroon 


-“eiching rooms 


capstan installation 
nitric acid plant 

lime drying plant 
electrioal distribution station 
vieighing room 

londing station 
storeroon 

capstan installation 
unslaked Lime milk rlant 
nitric acid plant 
lean~-to for containers 
belt conveying bridce 
storare tanks 
lime saltpeter plant 
spraying tore. 

spraying tover 

spraying tove: | 

lime saltpeter plant 
mixing house 

nitric acid absorption 


cooling plant 


pumping room 
gasification plant 
“inkler motorgas plant 
transformer station 
compressor installation 
easification plant 
engine room, store 


laboratory, "seething" nlant, punning roon 


storare roon 

loading station 

pumping room, engine room 
slag washing plant 
connecting passare 

dust purification plant 
sulfate purification plant. — 
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Laboratory 
lean-te 
storage shed 
bath, store 
store, laboratory 
water nurification plant 
water tower 
soda silo 
lime store 

bureau, Jaboratory | 
workshops , cont ainers 
punping room 


288 containers 

288h store 

2881 store 
288k plece for “*shunting winches" 
2881 lean-to ; 

289 storehouse 

2898, loading building 

290 storehouse 


loading building 

carbide store 

J dayroom 

293 Sperg. Str, . garare 

294 2¢ electrical distribution room 
295 1.D Lean-to 

296 Rang. electrical sub-station 

£97 10 B storare building 

298 Bahn 2.11. dayroon 

298a Behn «4.°7%. janitor’s cabin 


a 

& 
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899 it store room 

300 Rang. elghing house 

401 lye purification plant 
302 

505 Rang, “eighing house 

304 

305 

506 1A Lye vurification pla 
307 

308 1 A pumping house 

309 7 bureau 

310 4D pumping house 

Soil 4D pumping house 

O18 Rang. track indicator room 
313 5 G distribution: house 
S14 3 1 store for used waste “ood 
oi5 Rang. dayroom 


316 Rang. dayroom, bureau 

317 Rang. toilet 

318 

319 5 ¢ toilet 

320 5 p bureau, store 

uel 

3228 2 . 

323 Storage building 
324 

325 

326 
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330 
350a 
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DOL 
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355a 
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S3ie 
S06a 
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iu4a 
Ho4b 
JOS 
335a 
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256b 
5466 
336d 
336e 
357 
Bb%a 
537d 
SSve 
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2338b 
Dog 
640 
341 
41a 
342 
345 
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o44e. 
345 
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350 
S51 Renge 
902 Rang» 
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thaviinc shed 

storace shed 

store, “orksbop 

rotation punning, building 
storercom 

bureau 

cooling nisat 

cooling plent 

contact plant 

test building 

bureau 

sub-stetion, pumping room 


dayrcom 

* O purification (cabon oxyde? ) 
test building 

"de-stressing" machines (?) 
pressure water purification 
pumping, room 

cooling room 

pumping roon 

cooling plant 


“Wig kas ro on 


punping room 
tgoething"” installation 
compressor building 


test room 

deep bunker 

workshop 
place for “shunting” "inches 
bath. 

bath, laboratory 
electrical sub-station 
transformer room 
electrical sub-station 
compressor building 

deep bunker 

darroom | 

cooling plant 

workshop, laboratory 
cooling plant 

pumping house, laboratory 
operating room 

geraze 

bath, laboratory 

signal box I 

signet box IT 

signel box IIT 

signal box IV 

signal box V 


357 Grosskorbetha csvroon 
358 Grosskorbetha dayrcesor 


359 VMoetschen signal box "KO" 
360 Koetschen sienal box "K'" 
“61 Gensa signal box - 


362 Heerstr. 
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‘tank store 


fan roon . 
wel ghing house 
velghing house 


‘é¢lectrical sub-station 


pureau, laboratory 

sulphuric acid plant 

rectifier room 

sulphuric acid concentration 
storage shed 

bureau 


tharring shed 
"regeneration" plant 

Daus furnace installation 
pumps, fan building 
washing plant 


dump 

storage shed 
rectifier room 
electrical sub-station 
CO. purification (carbon dioxide) 
poiling plant 
érying plant 
"aplinpin" acid plant 
storage tanks 

coal grinding plant 
~orkshop 

pumping, room 
cooling plant 
cooling plant 
punping room 

drying plant 
sub-station 

smoke stack 
snokestack 

engine room 

loading ramp 


dayroom 

store roor 

capstan installation 
fan room . 

storage “orkshop 
storage shed 


25X1 


25X1A 


25X1 


